DIXIE NEWS COMPANY, CHARLOTTE, 


C-6—LAKE CONCORD, situated on the trib- 
utaries of Cold Water Creek, Cabarrus County, £ 
with a 400,000.000 gallon capacity/ serves as 
the municipal water supply of the city of < 
Concord, N. C. 
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